220     DOCKETED ITEMS

-9005220162 Notice of violation & proposed imposition of civil penalty in amount of
$25,OOO.Noncompliance noted:failure to provide QC inspectors w/adequate authority
& organizational freedom to identify quality problems & initiate solutions on 891102.
CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90/
05/17. 22pp. 53901:154-53901:175.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

U. Congressional/Executive Correspondence

9005070003 Forwards NRC status rept on licensing schedules for Fourth Quarter
1989.Regulatory delays described in rept not affected by schedule for resolving offsite
emergency preparedness issues.w/exception of plant delays.

CURTISS.J.R. Commissioners. 90/03/02. BEVILLJ. House of Rep., Appropriations.
11pp. 53778:028-53778:038.

9005070005 Forwards NRC 42nd quarterly status rept on emergency preparedne'ss for
nuclear plants for Oct-Dec 1989.No NRC actions delaying schedule for issuance of
full power license.

CURTISS.J.R. Commissioners. 90/03/02. BREAUX.J.B. Senate, Environment & Public
Works. 4pp. 53777:347-53777:350.

V. Operator Examinations

9005070385 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams," Rev 5,dtd Mar 1990.
CALLAN.LJ. Region 4, Ofc of the Director. 90/04/26. CAHILL.WJ. TU Electric (for-
merly Texas Utilities Generating Co.). 1p. 53777:056-53777:056.

9005240301 Provides info re generic fundamentals exarn section of operator licensing
written exam to be administered on 900606,including map of area,Iist of lodging in im-
mediate area & preliminary instructions for taking exam.

CALLAN.LJ. Region 4, Ofc of the Director. 90/05/15. CAHILL.WJ. TU Electric (for-
merly Texas Utilities Generating Co.). 4pp. 53908:202-53908:205.

DOCKET STN-50-454 BYRON STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9003090322 Forwards Safety Insp Repts 50-454/90-05 & 50-455/90-04 on 900130-
0202.No violations noted.

GREGER.LR. Region 3, Ofc of the Director. 90/02/22. REED.C. Commonwealth
Edison Co. 2pp. 53591:047-53591:056.

-9003090323 Insp Repts 50-454/90-05 & 50-455/90-04 on 900130-0202.NO violations
or deviations noted.Major areas inspected: emergency preparedness
program.emergency plan activations, plan & implementing procedures & independent
audits.

PATTERSON.J., SNELL.W. Region 3, Ofc of the Director. 90/02/21. 8pp. 53591:049-
53591:056.

9004230606 Revised EPIPs.including Rev 9 to ED-3, "Demand Polling of Meteorological
Data" & Rev 3 to ED-31. "Release Rate Determination Via Steam Generator Reliefs."

*  Commonwealth Edison Co. 90/03/17. 43pp. 53581:272-53581:314.

9004270266 Revised EP!P index showing deletion of Rev 0 to BZP 210-A2, BZP 380-
A3.BZP 380-A4.BZP 380-T3 & BZP 380-9.W/900419 Itr.

* Commonwealth Edison Co. 90/04/19. 6pp. 53634:329-53634:334,

9005240251 Revised EPIPs.including Rev 1 to BZP 310-6,Rev 3 to BZP 400-4,Rev 0 to
BZP 510-1 & Rev 0 BZP 510-1T1.

* Commonwealth Edison Co. 90/05/11. 25pp. 53924:169-53924:193.

9005230279 Provides advanced notification of change that will be made to fire protec-
tion rept Pages 2.2-18 & 2.3-14.

HUNSADER.S.C. Commonwealth Edison Co. 90/05/16. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 4pp. 53920:016-53920:019.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300205 Forwards Rev 58 to CE-1-A, "QA Program for Nuclear Generating Sta-
tions." Rev being made to reflect correct frequency of cumulative deviation reporting
& to clarify applicability of other ANSI N45.2 stds.

RICHTER.M.H. Commonwealth Edison Co. 90/04/12. Document Control Branch (Doc-
ument Control Desk). 4pp. 53653:095-53653:115.

-9004300212 Rev 58 to "QA Program for Nuclear Generating Stations."

* Commonwealth Edison Co. CE-1-A R58. 90/04/12.13pp. 53653:103-53653:115.

9004260228 Application for amends to Licenses NPF-37.NPF-66.NPF-72 & NPF-77,re-
vising Tech Spec 3/4.6.3 re containment isolation valves to delete requirement for
Type C leakage testing for specified steam generator blowdown isolation valves.
SCHUSTER.T.K. Commonwealth Edison Co. 90/04/20. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 5pp. 53627:209-53627:223.

-9004260234 Proposed Tech Spec 3/4.6.3 re containment isolation valves deleting re-
quirement for Type C leakage testing for specified steam generator blowdown isola-
tion valves.

* Commonwealth Edison Co. 90/04/20. 10pp. 53627:214-53627:223.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005040085 Forwards Rev 1 to nonproprietary & proprietary, "Steam Generator Tube
Rupture Analysis for Byron & Braidwood Plants."

SCHUSTER.T.K. Commonwealth Edison Co. 90/04/25. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 8pp. 53726:119-53726:237.

-9005040087 Requests that Rev 1 to proprietary "Steam Generator Tube Rupture Anal-
ysis for Byron & Braidwood Plants," be withheld (ref 10CFR2.790).
WIESEMANN.R.A.  Westinghouse Electric Corp.  90/03/16.   MURLEY.T.  Document
Control Branch (Document Control Desk). 10pp. 53726:127-53726:136.

-9005040090 Nonproprietary Rev 1 to "Steam Generator Tube Rupture Analysis for
Byron & Braidwood Plants."

RAMSDEN.K.B., BALLARD.J.E., FREEMAN.J.M. Commonwealth Edison Co. 90/03/
31. 101pp. 53726:137-53726:237.

9005080359 Reissued application correcting Itr date re application for amends to Li-
censes NPF-37.NPF-66.NPF-72 & NPF-77.Amends revise Tech Spec 3/4.63 to delete
requirement for Type C leakage testing for specified steam generator valves.
SCHUSTER.T.K. Commonwealth Edison Co. 90/04/26. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 5pp. 53786:085-53786:099.

9005150325 Responds to NRC questions re leak-before-break licensing subrnittal for
stainless steel piping.Kerotest valves in RH sys will be replaced in Byron Unit 2 during
next refueling outage scheduled to begin on 900901.

HUNSADER.S.C. Commonwealth Edison Co. 90/05/07. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 27pp. 53822:300-53822:326.

9005220342 Submits revised schedule for implementation of Generic Ltr 89-04
guidance.Rev to procedures for check valve & stroke time testing of power-operated
valves will be completed by 900629.

RICHTER.M.H. Commonwealth Edison Co. 90/05/11. Document Control Branch (Doc-
ument Control Desk). 2pp. 53878:356-53878:357.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005220235 Forwards request for addl info to continue review of util 890821 subrnittal
re discrepancy between existing Byron & Braidwood designs for containment hydro-
gen monitoring sys, approved in original SERs.W/o encl.

SHEMANSKI.P.C. Project Directorate III-2. 90/05/17. KOVACH.TJ. Commonwealth
Edison Co. 1p. 53879:160-53879:160.

9005230045 Forwards safety evaluation concurring w/licensee conclusion that venting
containment liner weld leak chase channels during containment integrated leak rate
test unnecessary provided visual insp of accessible portions performed.
SANDS.S.P. Project Directorate III-2. 90/05/17. KOVACH.T.J. Commonwealth Edison
Co. 6pp. 53914:068-53914:073.

-9005230054 Safety evaluation supporting licensee conclusion that venting containment
liner weld leak chase channels during containment integrated leak rate test unneces-
sary provided visual insp of accessible portions performed.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/17. 3pp.
53914:071-53914:073.

9005290231 Advises that revised schedule to perform blackness testing within 2 yrs of
placing racks in svc & every 5 yrs thereafter.acceptable.

SHEMANSKI.P.C. Project Directorate III-2. 90/05/23. KOVACHJ.J. Commonwealth
Edison Co. 3pp. 53937:289-53937:291.

Q. Inspection reports, IE Bulletins & correspondence

9003090322 Forwards Safety Insp Repts 50-454/90-05 & 50-455/90-04 on 900130-
0202.No violations noted.

GREGER.L.R. Region 3, Ofc of the Director. 90/02/22. REED,C. Commonwealth
Edison Co. 2pp. 53591:047-53591:056.

-9003090323 Insp Repts 50-454/90-05 & 50^55/90-04 on 900130-0202.No violations
or deviations noted.Major areas inspected: emergency preparedness
program.emergency plan activations, plan & implementing procedures & independent
audits.

PATTERSON.J., SNELL.W. Region 3, Ofc of the Director. 90/02/21. 8pp. 53591:049-
53591:056.

9004230035 Discusses commitments in response to violations noted in Insp Repts 50-
454/89-16 & 50-455/89-1 S.Corporate task force completed draft document entitled
"10CFR50.59 Implementation Task Force Rept" on 900208.

SCHUSTER.T.K. Commonwealth Edison Co. 90/04/11. DAVIS.A.B. Region 3, Ofc of
the Director. 1p. 53564:026-53564:026.

9004270325 Forwards Safety Insp Repts 50-454/90-11 & 50-455/90-10 on 900326-
30. No violations noted.

RING,M.A. Region 3, Ofc of the Director. 90/04/16. REED.C, Commonwealth Edison
Co. 2pp. 53652:201-53652:214.3905:242-53905:245.
